160 PEAKS AND GLACIERS OF NUN KUN
representing the drainage of the Barmal glacier as passing into the Bara Zaj Nai. This was done because the topographical indications of such drainage, from features which were seen, are so strong and the likelihood of the escape of the water in any other direction so remote that it appears justifiable. The lengths of certain details on the map are less than we judged them to be in reality, but these could not be made greater without encroaching on space devoted to other details on Survey map. For the general correspondence of such details with the actual topography we can, however, vouch.
As alterations have only been made along the route we travelled or in parts that could be plainly seen from it, some other points on Survey map, which there is reason to think might be altered with advantage, have been left as charted on it, since we do not consider that alterations should be made without a certainty as to the real topography. Hence, if future investigation should show that these axe incorrect, we do not assume any responsibility for them.
As examples of some of the features of the Survey map requiring correction, which rendered our circuit